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You can’t make a better buy than a 
Schauer for heavy duty, general-pur- 
pose grinding and tool sharpening! The 
Schauer Bench Grinders described and 
illustrated here are famous for their 
superior design and construction—will 
give outstanding service for home and 
farm use as well as for automotive serv- 
ice shop or general industrial heavy- 
duty work. 


Grinders are built with motors that 
will produce full rated horsepower. 
They are split-phase, totally enclosed, 
with rugged shaft mounted on sealed 
ball bearings, permanently lubricated. 
All % h.p. grinders are capacitor start. 
Motors are dynamically balanced for 
exceptionally quiet, smooth-running 
operation and long bearing life. 
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NO LOAD SPEED OF ALL GRINDERS IS 3450 R.P.M. 





SCHAUER HEAVY DUTY BENCH GRINDERS 


EQUIPMENT: All Schauer Heavy 
Duty Bench Grinders are furnished 
with heavy wheel guards and adjust- 
able tool rests. The 1/3 and 1/2 h.p. 
models also have adjustable spark 
breakers and have totally enclosed 
wheel guards. On 1/2 h.p. models, 
guards are equipped with exhaust 
chutes. All grinders have provisions for 
mounting eye shields. 


Wheels furnished include one 36 
grain, coarse, and one 60 grain, fine. 
Wheels are easily removed for mount- 
ing of wire brush or buffing wheels. All 
grinders are equipped with heavy duty 
on-off switch and 10 ft. of rubber-cov- 
ered, 3-conductor cable with 3-prong, 
2-parallel blade Underwriter Approved 
plug with round third prong grounded. 
Bases have rubber feet and have pro- 
visions for bolting the grinder to a 
bench. Finish is black wrinkle, with 
mar-proof center plate. 


Eye shields not included but can be 
supplied for all Schauer grinders. 
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SCHAUER UTILITY BENCH GRINDERS 


The Schauer Utility Bench Grinders shown here are built to 
the same high quality standards as the Heavy Duty Models shown 
on the opposite side of this bulletin. These grinders are ideally 
suited for the home workshop or for any service shop where 
general-purpose grinding and tool sharpening operations are re- 


quired. 


Grinders are built with motors that will produce their full 





rated horsepower. They are split-phase, totally enclosed, with a 
rugged shaft mounted on sealed ball bearings, permanently lubri- 
cated. Motors are dynamically balanced for exceptionally quiet, 


smooth-running operation and long bearing life. & 


EQUIPMENT: All Schauer Utility Bench Grinders are furn- 
ished with ASA-approved steel wheel guards and adjustable tool 
rests. The 1/4 and 1/3 h.p. models have totally enclosed wheel 





guards and the 1/3 h.p. model is equipped with adjustable spark 
Schauer Model 25612, '%4 H.P. breakers. 


Wheels furnished include one 36 grain, c@arse, and one 60 
grain, fine. Wheels are easily removed for mounting of wire 
brush or buffing wheels. All grinders are equipped with a heavy 
duty on-off switch and 10 ft. of rubber-covered, 3-conductor cable 
with 3-prong, 2-parallel blade Underwriter Approved plug with 
round third prong grounded. Bases have rubber feet and are 
drilled for permanent mounting to a bench. Finish is grey enamel. = 


SCHAUER MODEL 06412 GRINDER 
This handy Schauer bench grinder quickly performs all grind- 


ing work normally encountered around the home. It has a speed of 
3450 rpm; is equipped with 414” x 14” x 14” wheels (one 36 grain, 
coarse; one 60 grain, fine); has adjustable tool rests and eye shields. 
The base has rubber feet and provisions are made for permanent 
mounting. Dimensions are: length, 10”; height, 614”; depth, 654”. 
Net weight is 8 lbs. Shipping weight 10 lbs. 
® & 8 
SCHAUER EYE SHIELDS are available for all models. 14 h.p. & 

Schauer Model 06412 and larger. Fully adjustable, they have two pieces of heavy shatter- 
proof safety glass housed in a cadmium plated steel frame. Easy 





to install. Glass size 514” x 3”. Complete with necessary fittings. 
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SPECIFICATIONS—SCHAUER UTILITY BENCH GRINDERS 








12512 612" 
25612 7a" 
33634 7 "fa 





NO LOAD SPEED OF ALL GRINDERS IS 3450 R.P.M. 
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Eyeshields 


Terms: 


30 days net, 


1/ 
1/3 


SCHAUER MANUFACTURING CORPORATION 


LIST PRICE SET 


a OS NE ROR 


SCHAUER BENCH GRINDERS © 


Wheel Size 


- UPTLITY GRINDERS 


1/2" x 1/2" x 1/ar 


6" x 1/2" x 1/2" 
6" x 3/i" x 1/2 


HEAVY DUTY GROENDERS 


6 x 3/i" x 1/2" 
6" x 3/)" x 1/on 
1 & 3/u x Tf" 
7 x it x 5/8" 
Bux i" x 5/8n 


5 L/h" x )" 
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Prices subject to change without 
1st to 15th, 1% = 25th inst, notice. 
16th to 31st, 1% = 10th prox. 


L500 Alpine Avenue 


Cincinnati 12, Ohio 
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